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reduced in the course of the circulation, oxidizing a portion of the sub- 
stances derived from the food or of the tissues. The purpUsh colour now 
assumed by the solution illustrates the tinge of venous blood, and a fresh 
shake represents a fresh passage through the lungs. 

XIX, " Further Inquiries concerning the Laws and Operation of Elec- 
trical Eorce.^^ By Sir W. Snow Harris, F.R.S._, &c. Keceived 

June 8, 1864 

(Abstract.) 

1 . The author first endeavours to definitely express what is meant by 
quantity of electricity , electrical charge, and intensity. 

By quantity of electricity he understands the actual amount of the un- 
known agency constituting electrical force, as represented by some arbi- 
trary quantitative ' electrical * measure. By electrical charge he under- 
stands the quantity which can be sustained upon a given surface under a 
given electrometer indication. Electrical intensity, on the contrary, is 
* the electrometer indication ' answering to a given quantity upon a given 
surface. 

2. The experiments of Le Monnier in 1746, of Cavendish in 1770, and 
the papers of Volta in 1779, are quoted, as showing that bodies do not take 
up electricity in proportion to their surfaces. According to Volta, any 
plane surface extended in length sustains a greater charge, — a result which 
this distinguished philosopher attributes to the circumstance that the elec- 
trical particles are further apart upon the elongated surface, and conse- 
quently further without each other's influence. 

3. The author here endeavours to show that, in extending a surface in 
length, we expose it to a larger amount of inductive action from surround- 
ing matter, by which, on the principles of the condenser, the intensity of 
the accumulation is diminished, and the charge consequently increased ; so 
that not only are we to take into account the influence of the particles on 
each other, but likewise their operation upon surrounding matter. 

4. No very satisfactory experiments seem to have been instituted showing 
the relation of quantity to surface. The quantitj' upon a given surface has 
been often vaguely estimated without any regard to a constant electro- 
meter indication or intensity. The author thinks we can scarcely infer from 
the beautiful experiment of Coulomb, in consequence of this omission, that 
the capacity of a circular plate of twice the diameter of a given sphere is twice 
the capacity of the sphere, and endeavours to show, in a future part of the 
paper (Experiment 16), that the charge of the sphere and plate are to each 

other not really as 1*2, but as \:sj2, that is, as the square roots of 
the exposed surfaces ; so that we cannot accumulate twice the quantity of 
electricity upon the plate under the same electrometer indication. 

5. On a further investigation of the laws of electrical charge, the quan- 
tity which any plane rectangular surface can receive under a given intensity 
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is found to depend not only on the surface, but also on its linear boundary 
extension. Thus the linear boundary of 100 square inches of surface under 
a rectangle 37*5 inches long by 2*66 inches wide, is about 80 inches ; 
whilst the linear boundary of the same 100 square inches of surface under 
a plate 10 inches square is only 40 inches. Hencie the charge of the rec- 
tangle is much greater than that of the square, although the surfaces are 
equal, or nearly so. 

6. The author finds, by a rigid experimental examination of this question, 
that electrical charge depends upon surface and linear extension conjointly. 
He endeavours to show that there exists in every plane surface what may 
be termed an electrical boundary, having an important relation to the group- 
ing or disposition of the electrical particles in regard to each other and to 
surrounding matter. This boundary, in circles or globes, is represented by 
their circumferences. In plane rectangular surfaces, it is their linear ex- 
tension or perimeter. If this boundary be constant, their electrical charge 
(1) varies with the square root of the surface. If the surface be constant, 
the charge varies with the square root of the boundary. If the surface and 
boundary both vary, the charge varies with the square root cf the surface 
multiplied into the square root of the boundary. Thus, calling C the charge 
S the surface, B the boundary, and ju some arbitrary constant depending 

on the electrical unit of charge, we have C = /Lt VS.13, which will be found, 
with some exceptions, a general law of electrical charge. It follows from 
this formula, that if when we double the surface we also double the boun- 
dary, the charge will be also double. In this case the charge may be said 
to vary with the surface, since it varies with the square root of the surface, 
multiplied into the square root of the boundary. If therefore the surface 
and boundary both increase together, the charge will vary with the square 
of either quantity. The quantity of electricity therefore which surfaces can 
sustain under these conditions will be as the surface. If I and h represent 
respectively the length and breadth of a plane rectangular surface, then 
the charge of such a surface is expressed by \ihJ2lh {l-{-b), which is found 
to agree perfectly with experiment. We have, however, in all these cases 
to bear in mind the difference between electrical charge and electrical 

intensity (1). 

7. The electrical intensity of plane rectangular surftices is found to vary 
in an inverse ratio of the boundary multiplied into the surface. If the sur- 
face be constant, the intensity is inversely as the boundary. If the boun- 
dary be constant, the intensity is inversely as the surface. If both vary 
alike and together, the intensity is as the square of either quantity ; so that 
if when the surface be doubled the boundary be also doubled, the intensity 
will be inversely as the square of the surface. The intensity of a plane 
rectangular surface being given, we may always deduce therefrom its elec- 
trical charge under a given greater intensity, since we only require to de- 
termine the increased quantity requisite to bring the electrometer indica- 
tion up to the given required intensity. This is readily deduced, the 
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intensity being, by a well-established law of electrical force, as the square of 

the quantity. 

8. These laws relating to charge, surface, intensity, &c., apply more 
especially to continuous surfaces taken as a whole, and not to surfaces 
divided into separated parts. The author illustrates this by examining the 
result of an electrical accumulation upon a plane rectangular surface taken 
as a whole, and the results of the same accumulation upon the same sur- 
face divided into two equal and similar portions distant from each other, 
and endeavours to show, that if as we increase the quantity w^e also increase 
the surface and boundary, the intensity does not change. If three or more 
separated equal spheres, for example, be charged with three or more equal 
quantities, and be each placed in separate connexion with the electrometer, 
the intensity of the whole is not greater than the intensity of one of the parts. 
A similar result ensues in charging any united number of equal and similar 
electrical jars. A battery of five equal and similar jars, for example, charged 
with a given quantity == 1, has the same intensity as a battery of ten equal 
and similar jars charged with quantity =2 ; so that the intensity of the 
ten jars taken together is no greater than the intensity of one of the jars 
taken singly. In accumulating a double quantity upon a given surface 
divided into two equal and separate parts, the boundaries of each being 
the same, the intensity varies inversely as the square of the surface. Hence 
two separate equal parts can receive, taken together under the same electro- 
meter indication, twice the quantity which either can receive alone, in 
which case the charge varies with the surface. Thus if a given quantity be 
disposed upon two equal and similar jars instead of upon one of the jars 
only, the intensity upon the two jars will be only one-fourth the intensity 
of one of them, since the intensity in this case varies with the square of the 
surface inversely, whilst the quantity upon the two jars under the same 
electrometer indication will be double the quantity upon one of them only ; 
in which case the charge varies with the surface, the intensity being con- 
stant. If therefore as v/e increase the number of equal and similar jars 
we also increase the quantity, the intensity remains the same, and the 
charge will increase with the number of jars. Taking a given surface 
therefore in equal and divided parts, as for example four equal and similar 
electrical jars, the intensity is found to vary with the square of the quantity 
directly (the number of jars remaining the same), and wdth the square of 
the surface inversely (the number of jars being increased or diminished) ; 
hence the charge will vary as the square of the quantity divided by the 
square of the surface; and we have, calling C the charge, Q the quantity, 

and S the surface, C=-g- ; which formula fully represents the phenomenon 

of a constant intensity, attendant upon the charging of equal separated sur- 
faces with quantities increasing as the surfaces ; as in the case of charging 
an increasing number of equal electrical jars. Cases, however, may possibly 
arise in which the intensity varies inversely with the surface, and not in- 
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versely with the square of the surface. In such cases^ of which the author 
gives some examples, the above formula does not apply. 

9. From these inquiries it is evident, as observed by the early electricians, 
that conducting bodies do not take up electricity in proportion to their sur- 
faces, except under certain relations of surface and boundary. If the breadth 
of a given surface be indefinitely diminished, and the length indefinitely in- 
creased, the surface remaining constant, then, as observed by Volta, the 
least quantity which can be accumulated under a given electrometer indi- 
cation is when the given surface is a circular plate, that is to say, when 
the boundary is a minimum, and the greatest when extended into a right 
line of small wddth, that is, when the boundary is a maximum. In the 
union of two similar surfaces by a boundary contact, as for example two 
circular plates, two spheres, two rectangular plates, &c., we fail to obtain 
twice the charge of one of them taken separately. In either case we fail 
to decrease the intensity (the quantity being constant) or to increase the 
charge (the intensity being constant), it being evident that whatever de- 
creases the electrometer indication or intensity must increase the charge, 
that is to say, the quantity w^hich can be accumulated under the given in- 
tensity. Conversely, whatever increases the electrometer indication de- 
creases the charge, that is to say, the quantity which can be accumulated 
under the given intensity. 

10. If the grouping or disposition of the electrical particles, in regard to 
surrounding matter, be such as not to materially influence external induc- 
tion, then the boundary extension of the surface may be neglected. In all 
similar figures, for example, such as squares, circles, spheres, &c., the elec- 
trical boundary is, in relation to surroundhig matter, pretty much the same 
in each, whatever be the extent of their respective surfaces. In calculating 
the charge, therefore, of such surfaces, the boundary extensions may be 
neglected, in which case their relative charges are found to be as the square 
roots of the surfaces only ; thus the charges of circular plates and globes 
are as their diameters, the charges of square plates are as their sides. In 
rectangular surfaces also, having the same boundary extensions, the same 
result ensues, the charges are as the square roots of the surfaces. In cases 
of hollow cylinders and globes, in which one of the surfaces is shut out 
from external influences, only one-half the surface may be considered as 
exposed to external inductive action, and the charge will be as the square 
root of half the surface, that is to say, as the square root of the exposed 
surface. If, for example, we suppose a square plate of any given dimen- 
sions to be rolled up into an open hollow cylinder, the charge of the cylinder 
will be to the charge of the plate into which w^e may suppose it to be ex- 
panded as 1: V^- In like manner, if we take a hollow globe and a circular 
plate of twice its diameter, the charge of the globe will be to the charge of 
the plate also as 1 : V ^j which is the general relation of the charge of closed to 
open surfaces of the same extension. The charge of a square plate to the 
charge of a circular plate of the same diameter was found to be 1 : 1*13 ; 
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according to Cavendish it is as 1 : 1*15, which is not far different. It is 
not unworthy of remark that the electrical relation of a square to a circular 
plate of the same diameter, as determined by Cavendish nearly a century 

since, is in near accordance with the formulae C= VS above deduced. 

II. The author enumerates the following formulae as embracing the 
general laws of quantity, surface, boundary extension, and intensity, prac- 
tically useful in deducing the laws of statical electrical force. 

Symbols. 

Let C= electrical charge ; Q= quantity ; E= intensity, or electrometer 
indication ; S= surface, B= boundary extension, or perimeter; A= direct 
induction ; ^= reflected induction ; F= force ; D= distance. 

FormulcB, 
C a S, when S and B vary together. 
C Gc Q, E being constant, or equal 1 . 
C a /y/S, B being constant, or equal 1 . 
C a /^B, S being constant, or equal 1 . 
C Qc, v^S .B, when S and B vary together. 

E a ---- (Q being constant), for all plane rectangular surfaces, 

E a , S being constant, or equal 1 . 
B 

E a -, B being constant, or equal 1 . 

S 

E a JL, when S and B vary together. 
E OC Q% S being constant, or equal 1. 

I* cr. -— —- 

In square plates, C a with side of square. 

In circular plates, C oc with diameter. 

In globes, C oc with diameter. 

A, or induction a S, all other things remaining the same. 

The same for ^, or reflected induction. 

In circular plates, globes, and closed and open surfaces, 

E oc — ; or as —. 

S A 



F (=E) a Q^ 

2 

D 



F or E oc .:^^^ S being constant. 



Generally we have F oc 
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12. The author calculates from these laws of charge for circles and 
globes, a series of circular and globular measures of definite values, taking 
the circular inch or globular inch as unity, and calling, after Cavendish, a 
circular plate of an inch in diameter, charged to saturation, a circular inch 
of electricity ; or otherwise charged to any degree short of saturation, a 
circular inch of electricity under a given intensity. In like manner he de- 
signates a globe of an inch in diameter a globular inch of electricity. 

In the following Table are given the quantities of electricity contained in 
circular plates and globes, together with their respective intensities for dia- 
meters varying from '25 to 2 inches ; a circular plate of an inch diameter 
and \xh. of an inch thick being taken as unity, and supposed to contain 
100 particles or units of charge. 



.^ — __ 

Diameters, 

or 

units of charge. 


Circle. 


Grlobe. 


Particles. 


Intensity. 


Particles. 


Intensity. 


0-25 
0-50 
0-75 
1-00 
1-25 
1-40 
1-50 
1-60 
1-75 
2-00 


25 
50 
75 
100 
125 
140 
150 
160 
175 
200 


0-062 
0-250 
0-560 
1-000 
1-560 
1-960 
2-250 
2-560 
3-060 
4-000 1 


35 

70 
105 
140 
175 
196 
210 
224 
245 
280 


0-124 
0-500 
1-120 
2-000 
3-120 
3-920 
4-500 
5-120 
6-120 
8-000 



13. The experimental investigations upon which these elementary data 
depend, constitute a second part of this paper. The author here enters 
upon a brief review of his hydrostatic electrometer, as recently perfected 
and improved, it being essential to a clear comprehension of the laws and 
other physical results arrived at. 

In this instrument the attractive force between a charged and neutral 
disk, in connexion with the earth, is hydrostatically counterpoised by a 
small cyhnder of wood accurately weighted, and partially immersed in a 
vessel of water. The neutral disk and its hydrostatic counterpoise are 
freely suspended over the circumference of a light wheel of 2*4 inches in 
diameter, delicately mounted on friction- wheels, so as to have perfectly 
free motion, and be susceptible of the shghtest force added to either side 
of the balance. Due contrivances are provided for measuring the distance 
between the attracting disks. The balance-wheel carries a hght index of 
straw reed, moveable over a graduated quadrantal arc, divided into 90^ on 
each side of its centre. The neutral attracting plate of the electrometer is 
about \^ inch in diameter, and is suspended from the balance-wheel by 
a gold thread, over a similar disk, fixed on an insulating rod of glass, placed 
in connexion with any charged surface the subject of experiment. The 
least force between the two disks is immediately shown by the movement 
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of the index over the graduated arc in either direction, and is eventually 
counterpoised by the elevation or depression in the water of the hydrostatic 
cylinder suspended from the opposite side of the wheel. The divisions on 
the graduated quadrant correspond to the addition of small weights to 
either side of the balance, which stand for or represent the amount of 
force between the attracting plates at given measured distances, with given 
measured quantities of electricity. This arrangement is susceptible of very 
ffreat accuracy of measurement. 

The experiment requires an extremely short time for its development, 
and no calculation is necessary for dissipation. The author carefully de- 
scribes the manipulation requisite in the use of this instrument, together 
with its auxiliary appendages. He considers this electrometer, as an in- 
strument of electrical research, quite invaluable, and peculiarly adapted to 
the measurement of electrical force. 

14. Having fully described this electrometer, and the nature of its indi- 
cations, certain auxiliary instruments of quantitative measure, to be em- 
ployed in connexion with it, are next adverted to. 

First, the construction and use of circular and globular transfer measures 
given in the preceding Table, by which given measured quantities of elec- 
tricity may be transferred from an electrical jar (charged through a unit- 
jar from the conductor of an electrical machine) to any given surface in 
connexion with the electrometer. The electrical jar he terms a quantity- 
jar y the construction and employment of which is minutely explained ; as 
also the construction and employment of the particular kind of unit-jar he 
employs. 

15. Two experiments (1 and 2) are now given in illustration of this 
method of investigation. 

Experiment 1 derelopes the law of attractive force as regards quantity ; 
which is found to vary with the square of the number of circular or glo- 
bular inches of electricity, transferred to a given surface in connexion with 
the fixed plate of the electrometer, the distance between the attracting sur- 
faces being constant. 

Experiment 2 demonstrates the law of force as regards distance between 
the attracting surfaces, the quantity of electricity being constant ; and by 
which it is seen that the force is in an inverse ratio of the square of the 
distance between the attracting plates, the plates being susceptible of per- 
fect inductive action. From these two experiments, taken in connexion 

with each other, we derive the following formula, F oc ^^ ; calling F the 

force, Q the quantity, and D the distance. It is necessary, however, to 
observe that this formula only applies to electrical attractive force between 
a charged and neutral body in connexion with the earth, the two surfaces 
being susceptible of free electrical inductiou, both direct and reflected. 

16. The author now refers to several experiments (3, 4, .5, and 6), show- 
ing that no sensible error arises from the reflected inductive action of the 
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suspended neutral disk of the electrometer, or from the increased surface 
attendant on the connexion of the surface under experiment with the fixed 
plate of the electrometer ; as also, that it is of no aonsequence whether the 
suspended disk he placed immediately over the fixed attracting plate of the 
electrometer, or over any point of the attracting surface in connexion 
with it. 

17. Having duly considered these preliminary investigations, the author 
now proceeds to examine experimentally the laws of surface and boundary 
as regards plane rectangular surfaces, and to verify the formulae C=^S.B, 

and E=~~-; in which C= charge, E=intensity, S= surface, and B = 

boundary. 

For this purpose a series of smoothly-polished plates of copper were em- 
ployed, varying from 10 inches square to 40 inches long by 2*5 to 6 inches 
wide, and about gth of an inch thick, exposing from 100 to 200 square 
inches of surface. 

Tlie charges (1) of these plates were carefully determined under a given 
electrometer indication, the attracting plates being at a constant distance. 

Experiment 7* In this experiment, a copper plate 10 inches square is 
compared with a rectangular plate 40 inches long by 2*5 inches wide. 

In these plates the surfaces are each 100 square inches, whilst the boun- 
daries are 40 and 85 inches, The boundaries may be taken, without sen- 
sible error, as 1 : 2, whilst the surfaces are the same. 

On examining the charges of these plates, charge of the square plate 
was found to be 7 circular inches, under an intensity of 10'^. Charge of the 
rectangular plate 10 circular inches nearly, under the same intensity of 10°. 
The charges therefore were as 7 : 10 nearly, that is, as 1 : 1*4 nearly ; being 

the square roots of the boundaries, that is, as 1 : V2. 

Experiment 8. A rectangular plate 37*5 inches long by 2* 7 inches wide, 
surface 101 square inches, boundary 80*5 inches, compared witli a rect- 
angular plate 34*25 inches long by 6 inches wide, surface 205 square 
inches, boundary 80*5 inches. 

Here the boundaries are the same, whilst the surfaces may be taken as 
1 ; 2. 

On determining the charges of these plates, charge of the rectangular 
plate, surface 101 square inches was found to be 8*5 circular inches under 
an intensity of 8°. Charge of the plate with double surface =205 square 
inches, was found to be 12 circular inches under the same intensity of 8° ; 
that is to say, whilst the surfaces are as 1 : 2, the charges are as 8*5 : 12 

nearly, or as the square roots of the surfaces, that is, as 1 : \/ 2. 

Experiment 9. A rectangular plate 26*25 inches long by 4 inches wide, 
surface 105 square inches, boundary 60*5, compared with a rectangular 
plate 40 inches long by 5 inches wide, surface 200 square inches, boundary 
90 inches. 

Here the surfaces are as 1 : 2 nearly, whilst their boundaries are as 2 : 3. 

VOL. XIII. 2 E 
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Charge of the rectangular plate surface =105 square inches, 7 circular 
inches under an intensity of 10°. Charge of rectangular plate surface 200 
isquare inches, 12 circular inches, under the same intensity of 10°. The 
charges therefore are as 7: 12 nearly, or as 1 : 1*7, heing as the square 
roots of the surfaces multiphed into the square roots of the boundaries 
very nearly. 

Experiment 10. A square plate 10 inches square, surface 100 square 
inches, boundary 40 inches, compared with a rectangular plate 40 inches 
long by 5 inches wide, surface 200 square inches, boundary 90 inches. 

Here the surfaces are double of each other, and the boundaries also 
double each other, or so nearly as to admit of their being considered 
double of each other. Charge of square plate 6 circular inches, under an 
intensity of 10°. Charge of rectangular plate 12 circular inches, under 
the same intensity of 10°. The charges, therefore, are as the square roots 
of the surfaces and boundaries conjointly, according to the formula 
C= VS.B, as also verified in the preceding experiment 9. 

A double surface, therefore, having a double boundary, takes a double 
charge, but not otherwise. Neglecting all considerations of the boundary, 
therefore, the surface and boundary varying together, the charge in this 
case will be as the surface directly. 

18. The author having verified experimentally the laws of surface and 
boundary, as regards plane rectangular surfaces, proceeds to consider the 
charges of square plates, circular plates, spheres, and closed and open sur- 
faces generally. 

Experiment 11. Plate 10 inches square, surface 100 square inches, 
boundary 40 inches, compared with a similar plate 14 inches square, sur- 
face 196 square inches, boundary ^Q inches. Here the surfaces are as 1 : 2 
nearly, whilst the boundaries are as 1 : V2 nearly. 

In this case charge of square plate, surface 100 square inches, was found 
to be 8 circular inches under an intensity of 10°. Charge of the plate, 
surface 196 square inches, 11 circular inches, under the same intensity of 
10°. Here the charges are as 8 : 11, whilst the surfaces may be taken as 
1 : 2, that is to say (neglecting the boundary), the charges are as the square 

roots of the surfaces, according to the formula C= VS. 

On examining the intensities of these plates, they were found to be 
inversely as the surfaces ; thus 8 circular inches upon the plate, surface 1 00, 
evinced an intensity of 10°; 8 circular inches upon the plate, surface 196, 
evinced an intensity of 5° only, or | the former, according to the formula 

Experiment 12. A circular plate of 9 inches diameter, surface 63*6 
square inches, compared with a circular plate of 18 inches, or double that 
diameter, surface 254 square inches. Here the surfaces are as 1 : 4, whilst 
the boundaries or circumferences are as 1:2. 

Charge of 9-inch plate, 6 circular inches, under an intensity of 10®* 
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Charge of 1 8-inch plate, 12 circular inches, under the same intensity of 10°. 
Here the charges are as 1 : 2, whilst the surfaces are as 1 : 4 ; neglecting 
the difference of boundary, therefore, the charges, as in the preceding ex- 
periments, are as the square roots of the surfaces. 

On examining the intensities of these plates, ihey were found to be in- 
versely as the surfaces; thus 6 circular inches upon the 9-inch plate 
evinced an intensity of 10°, as just stated; 6 circular inches upon the 
18-inch plate had only one-fourth the intensity, or 2°*5 ; being inversely 

as the surfaces, according to the formula E = h" 

Experiment 13. A circular plate of 9 inches diameter, surface 63*6 
square inches, compared with a circular plate of 12*72 inches diameter, 
surface 127*2 square inches. Here the surfaces are as 1:2. 

Charge of 9-inch plate (surface 63*6 square inches), 5 circular inches, 
under an intensity of 8°. Charge of 12-72-inch plate (surface 127*2 
square inches), 7 circular inches, under the same intensity of 8°. The 
charges here are as 5:7, whilst the surfaces are as 1:2; that is to say 
(neglecting the boundaries), the charges are as the square roots of the 
surfaces. 

On examining the intensities of these plates, they were found to be, as 
in the preceding experiments, inversely as the surfaces. 

Experiment 14. Comparison of a sphere of 4*5 inches diameter, surface 
63*5 square inches, with a sphere of 9 inches, or double that diameter, 
surface 254 square inches. 

Charge of sphere of 4*5 inches diameter (surface 63' 5 square inches), 
4 circular inches, under an intensity of 9°. Charge of sphere of 9 inches 
diameter (surface 254 square inches), 8 circular inches, under the same 
intensity of 9°. Here the charges are as 1 : 2, whilst the surfaces are as 
1:4. The charges, therefore, are as the square roots of the surfaces, or 

as 1 : V4. 

On examining the intensities of these spheres, they were found to be as 
the surfaces inversely, or very nearly ; being as 2°*5 and 9° respectively. 

Experiment 15. Circular plate of 9 inches diameter compared with a 
sphere of the same diameter. Here the actual surfaces are 63*6 square 
inches for the plate, and 254 square inches for the sphere, being as 1 : 4. 
We have to observe, however, that one surface of the sphere is closed or 
shut up, consequently the exposed surfaces, electrically considered, neglect- 
ing one-half the surface of the sphere as being closed, are as 1:2; and the 
exposed surface of the plate is exactly one-half the exposed surface of the 
sphere. 

Charge of plate 8 circular inches, under an intensity of 12°. Charge of 
sphere 11 circular inches, under the same intensity of 12°. The charges, 
therefore, are as 8 : 11, or sa 1 : 1*4 ; the exposed surfaces being as 1 : 2. 
The charges, therefore, are as the square roots of the exposed surfaces. 

On examining the intensities of the plate and sphere, they were found 

2 E 2 
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to be in an inverse ratio of the exposed surfaces, as in the former expe > 
riments. 

Ea^perimeni 16. Comparison of a sphere of 7 inches diameter with a 
circular plate of 14 inches, or double that diameter. In this case the 
inner and outer surface of the sphere, taken together, are actually the 
same as the two surfaces of the plate. The inner surface of the sphere 
being closed, however, as in the last experiment, the surfaces of the sphere 
and plate, electrically considered, are therefore not equal, and the surface 
of the plate is twice the surface of the sphere. The surfaces, therefore, 
open to external induction are as 2 : 1 . 

On examining the charges of the plate and sphere, they were found to 
be as 10: 14, or as 1 :1*4; charge of sphere being 10 circular inches, 
under an intensity of 20°, and charge of plate being 14 circular inches, 
under the same intensity of 20°. The charge of the sphere, therefore, as 
compared with the charge of the plate, is as 1 : V2, that is, as the square 
roots of the exposed surfaces. 

On examining the intensities of the sphere and plate, they were found to 
be, as in the preceding experiments, in an inverse ratio of the exposed sur- 
faces. We cannot, therefore, conclude, as already observed (4), that the 
capacity of the plate is twice that of the sphere. 

19. The following experiments are further adduced in support of the 
preceding : — 

Experiment 17. A copper plate 10 inches square, compared with the 
same plate rolled up into an open hollow cylinder, 10 inches long by 3*2 
inches diameter. Here, as in the last experiments, although the surfaces 
are actually the same, yet, electrically considered, the plate has twice the 
surface of the cylinder, one surface of the cylinder being shut up. 

On examining the charges of the cylinder and plate, they were found to 

1)6, as in the preceding experiments, as 1 : V 2 ; that is, as the square roots 
of the exposed surfaces, and the intensities in an inverse ratio of the sur- 
faces, which seems to be a general law for closed and open surfaces. 

Experiment 18. A hollow copper cube, side 5*7 inches, surface 195, 
compared with a hollow copper sphere of diameter equal side of cube, 
surface 103 square inches nearly. 

On examining the charges of the sphere and cube, they were found to 
be as 9 : 10 nearly ; charge of the sphere being 9 circular inches, under an 
intensity of 10°, and charge of cube being 10 circular inches, under the 
same intensity of 10°. The charges of a cube, and of a sphere whose dia- 
meter equals the side of the cube, approach each other, notwithstanding 
the diiferences of the surfaces, owing to the six surfaces of the cube not 
being in a disjointed or separated state. 

20. The author observes, in conclusion, that the numerical results of the 
foregoing experiments, although not in every instance mathematically exact, 
yet. upon the whole were so nearly accordant as to leave no doubt as to the 
law in operation. It would be in fact, he observes, assuming too much to 
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pretend in sucli delicate experiments to have arrived at nearer approxima- 
tions than that of a degree or two of the electrometer, or within quantities 
less than that of '25 of a circular inch. If the manipulation, however, he 
skilfully conducted, and the electrical insulations perfect, it is astonishing 
how rigidly exact the numerical results generally come out. 



XX. " On a New Class of Compounds in which Nitrogen is substituted 
for Hydrogen .^^ By Peter Griess_, Esq. Communicated by Dr. 
HoFMANN. Received June 2, 1864. 

(Abstract.) 

All the bodies in which nitrogen is substituted for hydrogen which I 
have discovered during the last few years* may be divided into two dis- 
tinctly different classes. The first class comprises those bodies which are 
obtained when three atoms of hydrogen in two atoms of an amido-com- 
pound are replaced by one of nitrogen from nitrous acid. The members of 
the second group are formed by the action of nitrous acid upon one equi- 
valent of an amido-compound only. The following equations will best 
show these various reactions : — 

I. 2(€, H, NO J + NHO,=Ci, H,, N^ O, + 2 H,0 

^ V . > V ^ , ; 



Amidobenzoic Nitrous Diazoamido- 
acid. acid. benzoic acid. 

II. <3, H, N3 O, + NH0,=G, H, N, ©, + 2H, O. 

Picramic acid Diazo-dinitro- 

(amidonitrophenylic phenylic acid, 

acid). 

I have hitherto chiefly examined into the constitution of the bodies that 
form according to the first equation (diazoamidobenzol, diazoamidobenzoic 
acid), and have only incidentally explored the field of bodies which equa- 
tion II. opens up. I have had occasion since to study more closely several 
representatives of the latter class of compounds, which are derived from 
aniline (amidobenzol) and analogous organic bases; and since the results 
which I obtained cannot but excite some interest, I may be permitted to 
submit them briefly to the Royal Society. 

Nitrate of Biazohensol, C^H^N^, NIIO3. 
This compound is most readily obtained by passing a rapid current of 
nitrous acid gas through a solution of nitrate of aniline, saturated in the 
cold, until aniline ceases to be separated by the addition of solution of 
caustic potash to the liquid. On diluting the solution then with three 
times its volume of alcohol, and adding a suflicient quantity of ether, nitrate 
of diazobenzol separates in long white needles. In order to remove a trace 
of a colouring substance, the crystals are redissolved in a small quantity of 

* Ann. der Chem. und Pharm. vol. cxiii. p. 201 ; vol. cxvii. p. 1 ; vol. cxxi. p. 257. 
Proceedings of the Royal Society, vol. x. p. 591 ; vol. xi. p. 263 ; vol. xii. p. 418. 



